DOCKETED ITEMS       49
8503210450 Forwards safety evaluation concluding that listed submittals verify qualification for automatic depressurization sys accumulator sys & satisfactorily address requirements of Multi-Plant Action F-55,ltem II.K.3.28.
VASSALLO.D.B. Operating Reactors Branch 2. 85/03/04. CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 8pp. 29479:106-29479:113.
Q. Inspection reports, IE Bulletins & correspondence
8503080042 Ack receipt of 841228 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-271 /83-26.
MARTIN.T.T. Region 1, Office of Director. 85/02/21. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 2pp. 29283:332-29283:334.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York. Inc. 113pp. 29196:147-29196:258.
8503140386 Forwards Insp Rept 50-271/85-02 on 850102-0204.No violation noted. WENZINGER.E.C. Region 1, Office of Director. 85/02/27. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 2pp. 29378:208-29378:226.
-8503140426   Insp  Rept  50-271/85-02  on  850102-0204.No  violation  or  deviation noted.Major   areas   inspected:actions   on   previous    insp    findings.plant   power operations.operating activities & records.LER followup & plant physical security. RAYMOND,W.J., TRIPP.LE. Region 1, Office of Director. 85/02/22. 17pp. 29378:210-29378:226.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Cc. o! New York, Inc. 108pp. 29481:301-29482:044.
8503110488 Ack receipt of 850109 & 25 Itrs informing NRC of steps taken to correct violations noted in Insp Rept 50-271/84-11 re NUREG-0737 specs for post-accident monitoring.
MARTIN.T.T. Region 1, Office of Director. 85/03/01. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 2pp. 29288:321-29288:330.
-8503110494 Responds to NRC 841211 Itr re violations noted in Insp Rept 50-271/84-11 .Corrective actions: high range monitors installed per NUREG-0578 & NUREG-0737,ltem II.F.1-3.Approval requested.
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 85/01/25. MARTIN.T.T. Region 1, Office of Director. 8pp. 29288:323-29288:330.
8503180375 Comments on SALP Rept 50-271/84-25.Rept is fair appraisal of activities during   May   1983   -   Oct   1984.Listed   rept   areas,   including   fire   protection   & operations.warrant clarification & correction. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 85/03/01. STAROSTECKI.R. Region 1, Office of Director. 11pp. 29384:330-29384:340.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
0503110361 Forwards Insp Rept 50-271/85-05 on 850128-0201.No violation noted.Weaknesses noted in radiation protection program should be addressed before 1985 outage.
MARTIN.T.T. Region 1, Office of Director. 85/03/07. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 2pp. 29287:205-29287:215.
-8503110366 Insp Rept 50-271/85-05 on 850128-0201.No violation noted. Major areas inspected:radiation protection program.including previously identified items.audits & appraisals & radiation work permits.
BICEHOUSE.HJ., PASCIAK.W. Region 1, Office of Director. 85/02/28. 9pp. 29287:207-29287:215.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. Of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103), 85/03/12. Consolidated Edison Co. of New York. Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503250291 "Effluent & Waste Disposal Semiannual Rept,Radiological Impact on Man for Third & Fourth Quarters, 1984." W/850301 Itr. CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 84/12/31. MURLEYJ.E. Region 1, Office of Director. 54pp. 29528:001-29528:054.
8503260578 Monthly operating rept for Feb 1985.W/850308 Itr. BURGER.F.J.. MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 85/02/28. 7pp. 29519:001-29519:007.
8503200266 "Annual Operating Rept,1984," describing changes.tests & experiments. CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 85/03/01. MURLEYJ.E. Region 1, Office of Director. 8pp. 29456:243-29456:250.
S. Reportabfe occurrences, LERs & related correspondence
8503060808 LER 85-002-00:on 850128,discovered that quarterly calibr test of LPCI low reactor pressure Channel 3 not performed.Caused by personnel anticipating approval of amend to Tech Specs.changing calibr frequency.W/850226 Itr. PELLETIER.J.P. Vermont Yankee Nuclear Power Corp. 85/02/26. 3pp. 29252:247-29252:249.
8503150214 LER 85-003-00:on 850131,monthly river water samples scheduled to be collected   during   wk   ending   850113   were   collected   850124,contrary  to   Tech Specs.Caused by personnel error.Surveillance requirements reviewed by personnel. PELLETIER.J. Vermont Yankee Nuclear Power Corp. 85/03/04. 3pp. 29393:075-29393:077.
8503220381 LER 85-004-00:on 850206,backup generator lockout relay 86/GB energized causing turbine trip & reactor scram.Caused by corrosion on contacts of control switch.Switch replaced & core spray sys tested satisfactorily.W/850308 Itr. PELLETIER.J.P. Vermont Yankee Nuclear Power Corp. 85/03/08. 3pp. 29484:027-29484:029.
8503220403 LER 84-011-02:on 840616,listed valves found to have seat leakage above Tech Spec level.Cause not stated.Maint performed on all valves.including lapping seating surface & replacing pilot valve disc.W/850308 Itr.
PELLETIER.J.P. Vermont Yankee Nuclear Power Corp. 85/03/08. 4pp. 29483:281-29483:284.
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F. Security, medical, emergency & fire protection plans
8503040391 Submits update on offsite radiological emergency preparedness of State of DE.Deficiencies cited in 840830 memo re 831026 joint radiological emergency preparedness exercise remain uncorrected.
KRIMM.R.W. Federal Emergency Management Agency. 85/02/25. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 29180:126-29180:127.
8503040288 Provides status update on offsite radiological emergency preparedness of State of NJ for responding to accident at facility.FEMA post-exercise assessment for 841023 full-scale exercise encl.
KRIMM.R.W. Federal Emergency Management Agency. 85/02/26. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 4pp. 29181:001-29181:151.
-8503040295 "Post-Exercise Assessment.841023 Exercise of Radiological Emergency Response Plans of State of NJ.Salem County & Six Localities & Cumberland County & Two Localities for Salem Nuclear Generating Station."
*  Federal Emergency Management Agency. 85/02/19. 148pp. 29181:005-29181:151.
8503070213 Informs of allegation re lack of info verifying that 6-inch silicone foam fire barrier penetration seals have adequate fire rating.Review of documentation re verification of acceptable fire rating for seals requested
VARGA.S.A. Operating Reactors Branch 1. 85/02/27. UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 3pp. 29281:335-29281:337.
H. General correspondence
8503290021 Advises of change in util designated corporate contact to CA McNeill. MCNEILL.C.A.   Public  Service   Electric  &   Gas  Co.  of   New Jersey.   85/03/18. NORRY.P.G. Office of Administration. 1p. 29560:113-29560:113.
J. Insurance & indemnity information
8503250215 Forwards Endorsements 102,36,18 & 74 to NELIA Policies NF-164.NF-252.NF-281 & NF-230,respectively,
HOGGE.S.D. Marsh & McLennan, Inc. 85/03/15. DINITZJ., Assistant Director for State & Licensee Relations. 5pp. 29491:065-29491:069.
P. Operating license stage documents & correspondence
8503010188 Advises that followup assessments of listed action plans will be delayed until Sept due to changes in util administration.Action plans listed w/rescheduled date. UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 85/02/21. VARGA.S.A. Operating Reactors Branch 1. 2pp. 29163:149-29163:150.
8503050209 Confirms telcon justifying request for amend to Licenses DPR-70 & DPR-75 re overtemp-delta T reactor trip channel response times.based on encl Westinghouse evaluation. Original Rosemount RCS temp detector replaced. LIDEN.E.A, Public Service Electric & Gas Co. of New Jersey. 85/02/25. VARGA.S.A. Operating Reactors Branch 1. 2pp. 29213:302-29213:310.
-8503050216 "Evaluation of Slow Response Reactor Temp Detectors on Salem Unit 1 Safety Analysis."
*  Westinghouse Electric Corp. 85/02/25. 7pp. 29213:304-29213:310.
8503250393 Forwards Amends 60 & 31 to Licenses DPR-70 & DPR-75, respectively & safety evaluation.Amends modify Unit 1 Tech Specs.Table 3.3-1 (Action 1) & Table 3.3-3 (Action 13) to read same as Unit 2.
FISCHER,D. Operating Reactors Branch 1. 85/03/08. UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 5pp. 29500:053-29500:075.29270:300.  ui i^rw-wr.
